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FM AMEMBASSY STOCKHOLM 
TO SECSTATE WASHDC IMMEDIATE 5710 
AMEMBASSY LONDON IMMEDIATE 
INFO AMEMBASSY BONN 
AMEMBASSY ROME 

CONFIDENTIAL STOCKHOLM 4703 

LONDON FOR ATO, STATE FOR OC/PE 

E.O. 11652: GDS 

TAGS: ACOM, ASEC, APER, ATRN 
SUBJECT: CCC AIR CONDITIONING SYSTEM 

REF: STATE 221581; 219335 

1. CRACKS HAVE APPEARED IN ROOF IN VICINITY WHERE CHILLER NOW 
LOCATED. EMBASSY SEEKING ADVICE OF LOCAL ENGINEER AS TO CAUSE 
AND POSSIBLE CORRECTIVE ACTION. 

2. IN VIEW OF ABOVE RECOMMEND TRIP OF SEABEE TEAM. UTI JOHN 
BEHE, CE2 THEODORE E. DEMENT AND OC/L UTILITY SPECIALIST BE 
CANCELLED OR REROUTED AS DEEMED APPROPRIATE. 

3. WILL ADVISE FURTHER ONCE ENGINEER S REPORT COMPLETED. 
JOHNSON 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Disposition Remarks: 

Document Number: 1975STOCKH04703 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750323-1126 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750938/aaaabhkd.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
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Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: CONFIDENTIAL 
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Review Authority: CunninFX 
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Secure: OPEN 
Status: NATIVE 

Subject: CCC AIR CONDITIONING SYSTEM 
TAGS: ACOM, ASEC, APER, ATRN 
To: STATE LONDON 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



